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Message Text 

UNCLASSIFIED 

PAGE 01 WARSAW 00510 2II532Z 
ACTION NEA- 10 

INFO OCT-OI EUR-I2 ISO-00 EB-07 CIAE-00 INR-07 NSAE-00 
/037 W 

2II535Z 128805/53 

PR211511ZJAN77 
FM AMEMBASSY WARSAW 
TO AMEMBASSY CAIRO PRIORITY 
INFO SECSTATE WASHDC 6145 
USDOC WASHDC 

UNCLAS WARSAW 0510 

E.O. 11652: N/A 
TAGS: BTRA BEXP PL EG 

SUBJ: POLISH-U.S. WATER PURIEICATION PLANT FOR THE ARAB REPUBLIC 
OF EGYPT 

1. HENRYK MARCONI, REPRESENTING POLIMEX-CEKOP, A POLISH FOREIGN 
TRADE ORGANIZATION, ACCOMPANIED BY LAWRENCE EIELD OF METROPOLITAN 
PROCESS EQUIPMENT AND RICH POTTER OE MCGRAW EDISON CONTROLS, 
RECENTLY TOLD AN EMBOFF THAT POLIMEX-CEKOP IS BIDDING ON A WATER 
PURIFICATION PLANT WHICH IS TO BE CONSTRUCTED ADJACENT TO THE 

NILE RIVER NEAR CAIRO. THE PLANT, VALUED AT SOME 25 MILLION 
U.S. DOLLARS, WILL SUPPLY 180,000 TO 240,000 GALLONS OF PURIFIED 
WATER PER DAY FOR THE CAIRO POPULATION. 

2. ALTHOUGH OVERALL CONSTRUCTION WILL BE UNDERTAKEN BY POLIMEX- 
CEKOP, THE PLANT WILL INCLUDE U.S. EQUIPMENT PRODUCED BY MCGRAW 
EDISON CONTROLS VALUED AT SOME 8 MILLION U.S. DOLLARS (33 PERCENT 
OF TOTAL PLANT). MARCONI, FIELD, AND POTTER WILL ARRIVE CAIRO 

ON SUNDAY, JANUARY 23, AND PLAN TO VISIT THE EMBASSY'S ECON/COML 
SECTION MONDAY MORNING FOR A SHORT BRIEFING. 

BROWN 


UNCLASSIFIED 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 21 -Jan-1 977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977WARSAW00510 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770023-0149 

Format: TEL 
From: WARSAW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 97701 28/aaaaayep.tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 2ac5b7d2-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 22-Sep-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3531008 
Secure: OPEN 
Status: NATIVE 

Subject: POLISH-U.S. WATER PURIFICATION PLANT FOR THE ARAB REPUBLIC OF EGYPT 
TAGS: BTRA, BEXP, PL, EG 
To: CAIRO 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/2ac5b7d2-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



